P.I.

a

Module 5-1

Lesson Topic 5-1-2

22. A technician may find that the system does
not function properly during an operational
check.  To determine the cause of the mal-
function, the technician will perform fur-
ther checks that are necessary to determine
the cause of the trouble.

The technician should carefully evaluate
the operation and visual indications of the
system under test during the operational
check and then determine the additional
checks and tests to perform.

The Functional Checks Table is located in
section III of the radar trainer MIM and
lists the most frequent malfunctions or more
difficult malfunctions that occur.

The Functional Checks table consists of
four columns:

1.  The FAULT column lists the faults.

2.  The Probable Cause, column lists the
probable defect for each fault.

3.  Major Test Points column lists the major
test points that should be checked for
each fault.

4.  The Corrective Action column lists the
recommended corrective action to be taken
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